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PAGE 01 SANA 04308 110952Z 
44 

ACTION SY-05 

INFO OCT-01 NEA-10 ISO-OO /016W 

095841 

R 1 10800Z DEC 76 
FM AMEMBASSY SANA 
TO AMEMBASSY ATHENS 
INFO AMCONSUL FRANKFURT 
SECSTATE WASHDC 9802 

CONFIDENTIAL SANA 4308 

FOR OIC TSO ATHENS AND RTC FRANKFURT: DEPT FOR A/SY/OPS/T 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: SANA ALARM INSTALLATION BY TSO ATHENS 

1 . DURING RECENT VISIT SANA BY TSO SEABEES MENTION 
WAS MADE OF UPCOMING TRIP TO SANA FOR INSTALLATION 
OF IR/ULTRASONIC ALARM SYSTEMS IN CHANCERY. 

2. RSO WILL BE ON PROTECTIVE SECURITY ASSIGNMENT 
TO OPEC IN DOHA DURING NEXT TWO WEEKS. THEREFORE, 

WE HOPE TRIP HAD NOT BEEN PLANNED FOR THIS PERIOD 

OR, IS SO, CAN BE RESCHEDULED FOR JANUARY OR FEBRUARY 
WHEN RSO WILL BE AT POST. 
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